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UNCLASSIFIED 

PAGE 01 MADRID 04556 27I5I6Z 
ACTION PM-05 

INFO OCT-OI EUR-I2 ISO-00 /018W 

070763 271520Z/66 

P27I5IIZAPR78 
FM AMEMBASSY MADRID 
TO COGARD ONSOD WASHDC PRIORITY 
INFO SECSTATE WASHDC 4370 
COMDTCOGARD WASHDC 
COGARD ACTEUR LONDON 

UNCLAS MADRID 04556 


Message Text 


E.O. 1 1652: N/A 
TAGS: EWWT, US, SP 

SUBJECT: PROPOSED OMEGA MONITOR INSTALLATION IN 
CANARY ISLANDS 


REE: ONSOD MSG 1501 DTG 251440Z APR 78 


1. EMBASSY HAS CONFIRMED ARRIVAL OE SHIPMENT IN 
TENERIFE. HOWEVER, SHIPMENT CANNOT BE RELEASED TO 
ESCUELA NAUTICA WITHOUT CUSTOMS IMPORT LICENSE. 
SUBSECRETARY OE MERCHANT MARINE (MORO) INFORMED 
EMBASSY THAT CUSTOMS CLEARANCE IS US RESPONSIBILITY. 
THEREFORE WE ARE EXPEDITING DIPLOMATIC CLEARANCE EOR 
SHIPMENT AND EXPECT THAT THIS CAN BE OBTAINED PRIOR 
TO MAY 5. 


2. REQUEST EMBASSY BE PROVIDED WITH NECESSARY EISCAL 
DATA TO PAY CUSTOMS BROKER IN TENERIFE WHO WILL CLEAR 
SHIPMENT. 


3. STATUS REPORT ON CLEARANCE OF SHIPMENT WILL BE 
SENT MAY 4 IN CASE DIFFICULTIES ARISE WHICH MIGHT 
NECESSITATE POSTPONEMENT OF NOLAN VISIT. STABLER 


UNCLASSIFIED 
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